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SUBJECT: OCEAN TRANSPORTATION OF MATERIALS FOR SFM 
PERMANENT CAMP 

REF. : SINAI 0163 

1 . AS YOU WILL HAVE NOTED FROM RECENT TRAFFIC SSM 
HAS INITIATED ACTION TO ASSIST IN OBTAINING CLEARANCE 
FOR THE BRITISH SHIP CARRYING THE MODULES TO UNLOAD 
AT ASHDOD. WE ARE BY NO MEANS CERTAIN THAT WE WILL 
BE SUCCESSFUL. 

2. REFTEL CITED NEED FOR CONSIDERABLE ROAD CONSTRUC- 
TION IF MODULES UNLOADED AT PORT SAID. SSM NEEDS 
CLARIFICATION OF THIS PROBLEM SOONEST. ARE THERE 
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THE NECESSARY MATERIALS AVAILABLE? IF SFM SUBCONTRACTOR 
ZACHRY WILL BE REQUIRED TO DO ANY PART OF REPAIRS, IS 
NECESSARY EQUIPMENT AND MATERIAL ON HAND AT SITE OR 
AVAILABLE LOCALLY? IF NOT WE NEED TO ASSESS POSSIBILITY 
OF ADDING NECESSARY ITEMS TO CARGO OF BRITISH SHIP WHICH 
IS SCHEDULED TO SAIL FROM CORPUS CHRISTI ON SUNDAY, 

MARCH 7. KISSINGER 
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